Submitted by Mike Kemp of the Gadsden, 
Alabama Minutemen 

Officer Ambushed bv Minuteman 
On Saturday morning, August 3, elements of 
the Gadsden Minute Men ambushed Gadsden, 
Alabama, police officer Kenneth Pollard at a 
gun store/pawn shop next door to some 
lawyer's offices in Gadsden. 

Armed with a fully automatic, General 
Electric camcorder in 8mm VHS, and 
positioned strategically between Etowah 
County Sheriff's office and the Etowah County 

court house, the gunner fired frame after frame, 
laying Officer Pollard low. 

Officer Pollard was the subject of previous 
ambushes - he has a penchant for spending his 
On-Duty hours schmoozing around local gun 
stores, and was caught on tape and subjected to 
much derisive local publicity and an Internal 
Affairs Department (IAD) investigation. 

Of course, since IAD in Gadsden is so good, 
Officer Pollard was evidently rehabilitated 
from the previous April 19's ambush. 

However, at this juncture he is on the critical 
list, and the spillover even threatens the IAD its 
own self 


from Colony News, Vol 12 No 9, September 1996 


